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rlECTRiCITc tit rSANCt INTiRhATiOH^k 
■lORTH AMERICA !NC 




. .i'.-: .,-jk.>.. 



April 24, 2000 



B Y FEDERAL EXPRESS 

Vennont Seivice Centet 
Immigration and Naturalization Service 
75 Lower Welden Street 
St Albans, VT 05479-0001 



RE: 1-129 Petition for L,-I A Classiiication 
Transferee: Ms. Catherine GAUJACO 



Dear Sir ot Madani: 



This letter is written in support of the petition of Electiicite de Ftance International Nortii 
America, Inc. for an L-IA nonimmigrant visa on behalf of Ms Catherine Gaujacq, for the 
position of President of Electricite de France International North America. Inc The tiatisferee 
will undertake a temporary assignment with Electricity de France International North America, 
Inc She is currently employed by EIectricit6 de Fiance at its Nuclear Pov/er Plant in Penly, 
France. Ms Gaujacq will report on hei activities to senior-level management at Electricite de 
FrarK:e, in Fiance. 

Electricite de France International North America, Inc, is requesting a period of employment 
authorization of three years, from July 1. 2000 to lune 30, 2003, During this assignment. Ms. 
Gaujacq's level of compensation will be $1 1 ,000 per year,, She will continue to be remunerated 
by E!ectricit6 de France in France, Ms. Gaujacq will be based in the United States at Electricite 
de France International North America, Inc/s main office in W^hington, D C. It is anticipated 
she will travel frequently to other Electricite de France International North America, Inc. offices 
and affiliated U.S, power plants., Both Electricite de France International North America, Inc, 
and Ms.. Gaujacq understand the temporary nature of the assignment. 



The Petitioner artd the Corporate Relationship 

Electricity de France International North America is owned by Electricite de France, a state- 
owned utility which is responsible for the generation, transmission and distribution of electricity 
in Fiance In 1 998, Electricite de Fiance counted 30 million customers in France and more than 
15 million customers outside of France Electricite de France's total output in France during 
1998 came to 460 billion kilowatt-hours 
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Siace 1989, Electriciie de France has developed in international policy leading to the opening of 
offices tlirougliout the world, incbding the establishment of a number of subsidiaries in ssveial 
countries In th^ ekcukity industrj, Eleciricite de France has been recognized as an important 
acK>ron a world'-wide basis. An essential part of the Electricity de France mission is to promote 
cooperation between electjicai utilities and other organizations in the field of electrical eneigy 
production in the ^eas of scientific research and development,. In recent ye^s, it has t^come 
incteasingiy important to establish close relationships between electrical utilities in order to 
fiirdier advance the mission of generating electricity with minimum risks to the environment and 
maximun^ service to ctistomeis 

Eleciricite de Fiance and its subsidiaries are continually striving to advance the level of technical 
and scientific communication among energy providers on a global basis in an effort to further 
develop clean, safe, and efficient fomiis of energy. This promotion of research and development 
includes the establishment of coilaboTative projects between the subsidiaries of Electricity de 
Ftance and other organizations, including U.S utilities In addition^ Electricity de France's 
practice is to rotate its managers on an international basis In keeping with this practice, 
Electticite de Prancs has decided lo bring to the United States on a temporary basis a highlevel 
manager who has acquired a gieai deal of experience and responsibility within the Electticite de 
France oreanization 



The U.S. Position to be held by the Transferee 

Ms. Gayjacq will fill the position of President of Electricite de Fr^ce International North 
America, Inc. As the top-ranking executive of Electticite de France International North 
America, Ms,. Gaujacq will direct all business activities of the otgamzation, She wlH review 
administrative and personnel decisions and coordinate the work of outside contractors who 
provide services to meet the needs of Biectriclte de France International Korth America, Inc 
.Perh^s most impottantly, as Piesident» Ms. Gaujacq will work in close collaboration with 
leaders of U.S electrical utilities, building and strengthening ties between the U.S- and French 
energy industries. This function of Ms Gaujaeq's position is key because the exchange of 
information between Electricite de France and U,,S utility compaaies will directly benefit the 
U S. energy industry, Ms. Oaujacq will be charged with explaining the policies, experiences, 
and goals of Electricite de Fiance to U S. energy executives and governmental organizations, 
She will play a critical role in defming the different avenues to be pursued by Electricite de 
France in cooperation with the US energy industry in pursuing collaborative research and 
development projects at a highly advanced level Clearly, only an experienced Electricite de 
Fiance insider couid successfully tiVi Ms position Ms Gaujacq, an employee of Electricity de 
France for 20 jears, and a highlevel executive familiar with company policies amd operations at 
several Electricity de France electrical powe: plants. Is well qualified for the job 
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The Foreign Positions F ill ed bv the Transferee 

Ms Gaujacq has been employed by Electticite dc "Fiance since 19S0, Her twenty years of 
experience have incbded several managerial positions of varying responsibility Since 1994, 
Ms Gaujacq has held the tmponant position of Site Vice-President mA General Manager of the 
Penly Nuclear Power Plant in Seine Madtime, France. As the plant general manager, Ms 
Gaujacq is in charge of day-to-day operations, supervising a s^ff of 650 employees. She has 
the ayihoriiy to decide personnel actiora and direct alt negotiations with regional authorities on 
behaif of the plant, in addition to managing all business activities, as well as plant operating and 
mamienance costs. 

Prior to hei tenure at the Penly plant, Ms. Gaujacq held the same position (Site Vice- 
President/Cieneial Managei) at i.a Maxe Coal Fired Power Plant.. Her duties were genemily the 
saBie as those at Penly, but dealing with the properties of coai -generated fuel She h©ld the 
position from 1992 to 1994,, From 1990 to 1992, Ms Gaujacq was apj>oiated Nuclear Inspector 
for Electricite de Fiance's Nuclear Generation Division, where she conducted numerous 
evaluations of the management of safety at nuclei power plants in Fraixce and abroad, Piioi to 
1990, Ms Gaujacq served as head of several Departmems, including Shift Operations and 
Maintenance, at two different Electricity de France nuclear power plants 

The OoalMcattons of the Traitsferee 

Ms, Gaujacq's education and her twenty years of experience within Electricite de France have 
left her well-prepared to fill her managerial duties as President of Eleciriette de France 
international North America, Inc. Her background at Electricite de France, where she enjoyed 
positions of increasing responsibility and, recently, has played a part in key policy -making 
decisions, demonstrates that she is ready to take on the position at issue, In addition to her 
extensive technical and managerial experiences at Electricite de Ft^ce described above, it 
should be noted that Ms. Gaujacq earned her degiee in engineering from the University of Nancy 
in 1977, and also has a Certificate in Business English 

In conclusion. Ms Gaujacq's academic preparation and her distinguished 20 year career at 
Electricite de France, make her well-qualified to assume the position of President of Electricity 
de France International North America, inc. Thank you for your assistance and courtesy in this 
matter 

Sincerely, 

Richard T Biienlll 
Administrati\e"Director 
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mttRHATlOHAL OiVtStOH 



EOF 

(It! France 






t'ONWCf ct'if ]om; 



Vttrmoni Service Cmtsr 

To Whom It May Concern 

This ia to cmi'nm that Mrs GAUIACQ hsji been employed by F-lectrkU^ tHa France {EDb") 
smce 1980 Hei 20 years of e>qperience v^ith EDF have ineUideii sevmnl managerial 
pOSlHom in varying r«j3omabiiHw« 

From 1994 to the present, Mrs (taujacq has served as Site Vice Presidejit of PHHLY 
Huctcat Power Plant Aa jiUioE genera! manager, she l^ts the itsspoi^abHiiy* Jhioiigh Her 
sobordontite siatT, for approximately 650 employees, She escrcjses senioi' level discretion 
ovef day-Eo -tJay i^pcr^tons under her contxol, ifii;ludiflg the atthority to decide pci^onne! 
ucllma She manaj^cs ana directs aU negocialiotts with regional ftuthortticii ks wcU $5 
business activities and is respatrsabW oFO sndM costs {ihmt iOO hillion ddlars a year) ot 
the plant, including negociaiioiia with contractors 

From 1992 to 1994. Mr3 0mm ^'^s She Vice President oi LA MAXE Co^t ^tredPowcr 
9Vmi M pirn gitnerai maimger. she h;.d the same kind ot responmbiluies tha« m PbNtY, 
exccistiug mUirally the responsabUity ormicteHT fiio! prcpsr.y 

Dwim he. previous assignments in BDF. Mrn Qmym "sed to be Head ol se^«:ral 
oSmcnts op^^^^^ ^ shU\. maintenance) in different Hue ear Power Plants of 
SStTdc mZ ..dt^^a^r inspector .or EOF Nude.r 0«nCrat.on D.v.s.on 




Shouul yo. h.ve .ny nuestlo. r.^*g thi. m.tt., pie., d. not hesimte t. ...m n. 
Thank you 

Vice ?rusirf^;n| onk' i^^n^sa 
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N" DE FAX : 




AMERiqUES - AMERICAS 
l^ERMANDO PONASSO 


^S- 


UlR ECTOR 


^^ffi 



2S OCT, 2^4 19:QS F2 



Buenos Airos, Ic 26 juillet 3004 



Madame Catherine GAUJACQ. 
Vice Pr^sideate d'EDF - INA 



Chhrc MadiiiQc, 

73306. juiuet2004, J ai ddad^dcportervotreEalairsbmtmEimieU 




Le Directcm^ do EDP Am&igues 
Fernando PONASSG 



Copifi : Cbxistbn MADAL 



*''"'""°""^"°"---»"— -.™-..^,„. ,, 



nuiiidix'-Bs«..rAx (a«.ii,4ira.flnet 



EDF 004679 
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